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STAT 

Copy yof h 


1 June 1956 


MEMORANDUM TOR i Director of Materiel 
SUBJSCTt Alteration for Rooa 538 

The swinging door at the entrance to Hoorn 538 is now svung 
between two hollow almriw panel#. Theee panel# act as a sounding 
board an* whenever the electric solenoid 1# activated to open the 
door or whenever the door elans. It is therefore requested that 
the swinging door be aounted on the concrete pillar that it nearest 
to ita p recent location. 


STAT 
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